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of the calf without any lubricant. The average pulsator beats from 38 to 60 times a minute according to the type of the apparatus, and the beats control the opening and closing of the teat-cup liners. Some machines control two
liners simultaneously, others control four, and once a cow has started to let down her milk, the liners open by the pulsator vacuum and have the same action as a pump. This increases the vacuum and draws the milk into the milk tube. It should be borne in mind that a pulsation is actually two